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[PART I 


IRRIGATION AND POWER DEPARTMENT 

The 31st December , 1974 
No. 3681-5PWII- 74 /44714.-- In pursuance of the recommendations of the High Level Committee on 
floods appointed by the Government of India and in supersession of all other notifications issued subsequently 
in this behalf, the Governor of Haryana is pleased to notify for the general information that the Constitution 
and functions of the Haryana State Technical Advisory Committee of the State Flood Control Board would 
be as under : 

CONSTITUTION OF THE COMMITTEE 

Official Members 
1 . Financial Commissioner , Revenue , Haryana 

Chairman 
2. Financial Commissioner and Secretary to Government, Haryana , Agriculture 

Member 
Department 
3. Commissioner and Secretary to Government , Haryana, Irrigation and Power Department 
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4. Commissioner and Secretary to Government, Haryana, Finance Department 


> 
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5 . 

Commissioner and Secretary to Government, Haryana, Local Government Department 
6. Member (Floods) Central Water and Power Commission , R.K. Puram , New Delhi- 22 


7. Indus Waters Commissioner and Joint Secretary to Government of India , Ministry of 

Agriculture and Irrigation , Sharam Shakti Bhawan , New Delhi 


9 ) 


8. Chief Engineer, Irrigation Works, Haryana 


. 


9 . 


Additional Chief Engineer (Projects ) Irrigation Works , Haryana 


10. Chief Engineer, P.W.D. ( B & R ) Branch , Haryana 


11. Chief Engineer, Northern Railway , Baroda House , New Delhi 


12. Chief Conservator of Forest, Haryana 
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13. Director General (Road Development), Government of India , Ministry of Shipping and 

Transport (Roads Wing), Transport Bhawan , No. 1, Parliament Street, New Delhi 
14. Superintending Engineer, Drainage Circle , Karnal 


15. Superinzending Engineer, Project and Design Circle, Chandigarh 


Member 

Secretary 
Member - Joint 
Secretary 


16. The Executive Engineer/FCD , Irrigation Works, Haryana 


Special Invitees 


1. Chairman , Ganga Flood Control Commission , Old Secretariat Annexe, Patna - 1 


2. Chief Engineer, North Western Zone, Chandigarh . 


3. Superintending Engineer, WJC , Feeder /Gurgoan Canal Circle, Delhi. 


Functions 
1. To examine and advise the Haryana State Flood Control Board regarding long range plans and 
specific schemes proposed for flood control measures and their relative priorlties. 

2. To give technical advice on any other connected matter referred to it by the Haryana State Flood 
Control Board . 

3. To examine and recommend proposals for flood control arrangements and programme for carrying 
out surveys , investigations ane collection of data for flood control works. 

4. To examine and recommend proposals for flood warning system for the State . 

2. All anti-waterlogging schemes would also be considered and examined by the Technical Advisory 
Committee before being recommended to the Haryana State Flood Control Board for approval. The proposals 
and schemes accepted by the inter-state Committees viz ., Ghaggar Technical Committee and Yamuna Committee 
will, however be put up for approval direct to the Haryana State Flood Control Board . 
3. The headuquarters of the Technical Advisory Committee will be at Chandigarh . 

P.P. CAPRIHAN , Commissioner and Secy . 
16936 CS ( H ) -- Govt. Press, Chd . 


